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ORIGIN 10-10 

INFO OCT-01 ARA-06 EUR-12 ISO-00 EB-07 CG-00 SS-15 AF-06 
EA-06 NEA-10 AID-05 CEQ-01 CIAE-00 OFA-01 COME-00 
DODE-00 EPA-01 INR-07 L-03 NSF-01 NSC-05 NSAE-00 

PM-03 USIA-06 OES-03 SP-02 FEA-01 ERDA-05 INT-05 

DOTE-00 JUSE-00 OMB-01 ACDA-05 FMC-01 H-02 OIC-02 

PA-01 PRS-01 /135R 

DRAFTED BY IO/TRC:CGRIP:BAS 
APPROVED BY lO/TRC - CARL J. GRIP 
/T - IFINCHER 
EB/TT/MA - RBANK 
COAST GUARD - CAPT. HINTZE 

028364 

R 222208Z lUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
AMEMBASSY MEXICO 
INFO AMEMBASSY MOSCOW 


LIMITED OFFICIAL USE STATE 172653 

E.O. 11652: N/A 

TAGS: PORG, EWWT, IMCO, SENV, PLOS 
SUBJECT: OCEAN DUMPING CONVENTION 
REE: (A) MEXICO 6313 
(B) LONDON 10912 

1 . ASSUME CITATION IN REFTEL A OF SWITZERLAND HAVING 
RATIFIED FEBRUARY 21, 1974 SHOULD READ SWEDEN, WHOSE 
RATIFICATION OF THAT DATE DEPOSITED WASHINGTON. 

2. REPORT OF DEPOSIT IN MEXICO OF RATIFICATION BY GUATEMALA 
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DATED JULY 14 REPRESENTS EOURTEENTH RATIFICATION WITH ONLY 
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ONE MORE REQUIRED TO BRING CONVENTION INTO EORCE. SUGGEST 
EMBASSY LONDON ALERT UK AUTHORITIES TO GUATEMALAN RATIFICA- 
TION IN VIEW STATUS OE UK RATIEICATION AND PLANNING LOR 
EIRST MEETING OE PARTIES REPORTED REETEL B. KISSINGER 


LIMITED OEEICIAL USE 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WASTE DISPOSAL, WATER POLLUTION, TREATY RATIFICATION, OCEANS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 72653 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CGRIP:BAS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750253-0875 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750732/aaaabcve.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN 10 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 MEXICO 6313 

Review Action: RELEASED, APPROVED 

Review Authority: KelleyWO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 16 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 JUN 2003 by CunninFX>; APPROVED <27 OCT 2003 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OCEAN DUMPING CONVENTION 
TAGS: PORG, EWWT, SENV, PLOS, IMCO 
To: LONDON MEXICO 
Type: TE 
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